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This photostated document is in two parts, as follows: 


1) Two pages of specifications, in tabular form and dated 2h October 1952, of the 
Karl Liebknecht Transformer Plant for the various parts required for U-coilse The 
specifications table bears the number Tr 241765. 


2) Two pages of specifications, in tabular form and dated 24 October 1952, of the 
Ces Karl Liebknecht Transformer Plant for the various parts required for high=tension and 
standard coilse The specifications table bears the number Tr 2l176lt. 
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